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WEATHER REPORTS AMD FORECASTS FOR RUMANIA, NOVEMBER 1952 


1 November 1952 

Weather warm,, overcast skies in the northern and western half of the coun- 
try, and partly cloudy in the Danube plains. 

Intermittent rains in the west and south of the country. 

Forecast: Continued humidity, cloudy skie6, intermittent rains in the 
northwest half of the country, and warm with cloudy skies and light local rains 
in the other regions. Overcast skie6 with occasional rains for the next 2 days. 

3 November 1952 

Weather cloudy and rainy, overcast skies. Maximum temperature in Bucha- 
rest yesterday, 9 degrees /all degrees centigrade/; lowest during the night, 

5 degrees. Today the temperature was 7 degrees in Bucharest at 0800 hours. 

Forecast: Continues rainy with cloudy skies. Moderate northwesterly 
winds. Temperatures dropping; s nav, and rain mixed with snow in mountainous re- 
gions; in the rest of the country, intermittent rains for the next 2 days. 

4 November 1952 

Weather mostly cloudy all over the country. Rains in the vest. Highest 
temperature in Bucharest yesterday . JO degrees ; lowest during the night, 3 
degrees. Today the tempo re 4 -u re -..us 4 degrees in Bucharest at 0800 hours. 

Forecast: Rainy all ever Che country, overcast skies from west to east. 
Moderate westerly ur.d northwesterly winds, with stronger winds and storms in 
the west. Temperatures dropping and temporary rains for the next 2 days. 

9 November 1952 

Skies mostly overcast. Light rain in almost all parts of the country. 

Snow in the mountains. Highest temperature in Bucharest yesterday, 9 degrees; 
lowest during the night, 5 degrees. 

Forecast: Weather will improve. Light westerly winds. Slightly vari- 
able temperatures. Light "rain in the south and east of the country, light 
scow in mountainous regions. Clearing weather in the next 2 days. 
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6 November 1952 

Cold and changeable weather. Highest temperature in Bucharest yesterday, 
8 degrees; lowest during the night, 3 degrees. 

Forecast; Continued cold and foggy in the morning. Moderate westerly 
winds. Slightly variable temperatures for the next 2 days. 

8 November 1982 

Forecast: Weather becoming gradually worse in the west and toward the 
east, overcast skies all over the country. Strong winds, local storms com- 
ing from west and northwest. Temperatures dropping. Abundant rainfall, espe- 
cially in western half of the country; snow and rain mixed with snow in moun- 
tainous regions. 

Bad weather, rain, and dropping temperatures for the next 2 days. 

10 Hovember 1952 

Cold and changeable weather, skies mostly overcast. Light snow in north- 
western part of the country. Highest temperature in Bucharest yesterday, 

10 degrees; louest during the night, 3 degrees. Today the temperature was 
4 degrees in Bucharest at 0800 hours . 

Forecast; Continued cold with overcast skies mostly east and northwest. 
Partial clearing in other regions. Temperature steady. Moderate north and 
northwesterly winds.. Cold with frost and freezing for most of the country for 
the next 2 days. 

11 November 1952 

Weather wet and cloudy In southern half of the country, and variable with 
partly cloudy skies in the other regions . 

Forecast; Variable weather, temporarily clearing skies for most of the 
country. Mostly cloudy in southeastern parts. Moderate northerly winds, tem- 
peratures steady for the next 2 days. 

12 November 1952 


Continued cold weather with overcast skies in Moldova, the Dobruja, and 
the Danube plains; variable in the other sectors. Highest temperuture in 
Bucharest yesterday, 6 degrees; lowest during the night, 2 degrees. 

Forecast: Continued cold weather, wet in the south and east of the coun- 
try and changeable; clear skies becoming cloudy in all other regions, with 
rain and ruin mixed witn snow. Moderate northerly winds; slightly variable 
temperatures. Cold with rain and snow for the next 2 days. 

13 Hovember 1952 

Continued cold weather; variable skies, clearer In the northern half of 
the country, and foggy yesterday morning in the Danube plains. Highest tem- 
perature in Bucharest yesterday, 3 degrees; lowest during the night, 2 de- 
grees . Today the temperature was one degree in Bucharest at 0800 hours . 

Forecast: Continued overcast and wet, with rain, rain mixed with snow, 

snow for most of the country Slightly variable temperatures. Strong east 
and northeasterly winds in the southern half of the country for the next 
2 days . 
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14 November 1QS2 

and snov'for mosf oftbf^ V6t ' Vith raln > rain ^ed vlth snow, 

2 decrees- lowest country. Highest temperature in Bucharest yesterday, 

buSssj'X" ■ s^r.° i8ht ' one deere< " “• *-<»»*» »■ »*• *» 

Forecast: Changeable weather; very cloudy, especially in the east and 

e^cted 0Un ^ft regl ° ne ' r here -^7 B now, and ra^^ed viS sn“ a“ 
temperatures steady. Variable weather with slight local precip- 
itation in the northern half of the country for the next 2 days. 

15 November 1952 

heavy F oJerIn^ h ^° Ve I “?“* °5 the countr F’ witb dear skies during the day, 
ra J ns Fnrr s M ,! 3 aring the night in the west of the country, and slight 

re s t S ye s terday 6 V" plalnS ’ temperate in Bucha- 

yesterday, o degree^; lowest during the night, one decrrp** Trv^ov +v, A 
temperature was zero in Bucharest at 085 o hours. S Y 

w , Forecast: Changeable weather; foggy in the morning and eveninc in 
rain < T a tv!' 1 the D&nube P la ins. Temperatures slightly rising; continued light 
Soncen ? e part ° f the coun ^- Moderate we cterl^inds, become 

rss ’ \iuZ veatter vith iieht ^wirsr* 

17 November ]QS 2 

Weather cloudy and wet for most of the country. Intermittent Ucht 
T^ ±Z * le > specially in the western half of the^countj Sghent tel^a 
l 1 ” Bucharest yesterday, 10 degrees; lowest during tZ ni^t, 7 deg^s! 
joday the temperature was 10 degrees in Bucharest at 0800 hours. 8 

in +h!» 0 ^ eC ! Bt: Continued warmer, with overcaet skies and intermittent rains 

c— rrr 

18 November 10S2 

Forecast: Continued cloudy and wet, variable skies in the east nr tbe 

sst rr w z 

-2 " “ - =■*= — • 

19 November 1952 

+ . J** ather 6etj variabl * cities in the Eanat and the Dohruja and overcast in 

s Mr: es rrssj? “““ M 2 

„„ Forecast: Continued wet and windy, with variable skies and clo udi er in the 

sssses rrrm- ue . hi r * 1 ” 8 ’ 

temperatures slightly falling; frost, at night only in Transylvania and 
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northern Moldova. Easterly winds, stronger in the Danube plains. Change- 
able weather, with local rain in the western part of the country and fog in 
the east for the next 2 days . 

20 November 1952 

Weather fair and warmer in Transylvania; in the south and east of the coun- 
try, continued overcast and wet, with local drizzle. Moderate easterly winds. 
Highest temperature in Bucharest yesterday, 5 degrees; lowest during the 
night , 3 degrees . Today the temperature was k degrees in Bucharest at 0800 
hours . 


Forecast: Variable weather for the entire country, with the exception 
of the southeastern part, where it will be continued wet and cloudy, with 
temporary drizzles. Rising temperatures, partial rains in the northwest of 
the country, and local fog in general for the next 2 days. 

21 November 1952 

Weather fair and warm in Ardeal and mountainous region; in the south and 
east of the country, continued vet and foggy. Highest temperature in Bucharest 
yesterday, 5 degrees; lowest during the night, 4 degrees. Today the tempera- 
ture was 5 degrees in Bucharest at 0800 hours. 

Forecast: Continued warm with variable skies in the north of the country 
and cloudy in the other regions. Drizzle and fog in Moldova and the south of 
the country; light rain in the vest. Easterly and southeasterly winds; tem- 
peratures rising. Slight frost at night only in the mountains. Warm with 
changeable skle6 and rather cloudy with intermittent rains for the next 2 
days. 

22 November 1952 

Weather continued cloudy and vet and overcast skies throughout the country, 
with the exception of northern Transylvania, where the weather vas variable. 
Light rain and drizzle In the south and cast of the country. Highest tempera- 
ture in Bucharest yesterday, 11 degrees; lowest during the night, 1* degrees. 
Today the temperature vas 5 degrees in Bucharest at 0800 hours. 

Forecast: Continued rainy weather throughout the country. In the moun- 
tains, continued snow. Strong winds from the west. Temperatures falling. 

Wet and rainy weather with gradual clearing from the south for the next 2 days. 

24 Movember 1952 

Weather generally rainy, slight clearing during afternoon. Highest tem- 
perature in Bucharest yesterday, 11 degrees; loveBt during the night, 3 degrees. 
Today the temperature vas 6 degrees in Bucharest at 0800 hours. 

Forecast: Continued rainy and strong easterly and northeasterly winds. 
Falling temperatures. Snow in the east of the country and in the mountainous 
regions. Rain and low temperatures for the next 2 days. 

25 November 1982 

Weather rainy, cloudy skies, improving later to the day, and partial clearing 
for most of the country. Highest temperature yesterday in Bucharest , 8 degrees; 
lowest during the night, one degree. Today the temperature was zero in Bucha- 
rest at 0800 hours . 
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Forecast: Increasing cold with variable skies. Moderate north and north- 
easterly winds. Falling temperatures , with tog in the morning. In the moun- 
tains j light local snow flurries. Increasing cold for the next 2 days. 

2 6 November 1952 

Weather fair in the south and east of the country, while in the west and 
in Transylvania the weather became changeable, with cloudy skies. Continued 
rain this morning in Transylvania and the western part of the country. High- 
est temperature yesterday in Bucharest, 9 degrees; lowest diiring the night, 
one degree. Today the temperature was zero in Bucharest at 0800 hours. 

Forecast,: In the south and east of the country, the weather continued, 
fair with partially cloudy skies, while in the west and north, it will he 
cloudier. Light westerly windB. Slight drop in temperatures. Rain and rain 
mixed with snow in Transylvania and the western part of the country. Changeable 
weather with local rain and rain mixed with snow for the next 2 days. 

27 November 1952 

Weather becoming rainy; overcast skies throughout the country. Highest 
temperature in Bucharest yesterday, 8 degrees; lowest during the night, 5 
degrees. Today the temperature was 7 degrees In Bucharest at 0800 hours. 

Forecast: Continued wet and cloudy. Moderate southwesterly winds. Tem- 
peratures rising. Intermittent rains will continue throughout the country for 
the next 2 days. 

28 Hovember 1952 

Weather vet and foggy, with much cloudier skies. Light rain all over the 
country. Highest temperature in Bucharest yesterday, 14 degrees: lowest during 
the night, 5 degrees. Today the temperature was 6 degrees In Bucharest at 0800 
hours. 


Forecast: Continued wet and foggy and overcast skies. Light westerly 
Winds; slightly variable temperatures. Relatively warm and rainy for the next 
2 days. 

29 Hovember 1952 

Weather wet, foggy, and very cloudy. Light local rains, especially In the 
mountains. Highest temperature in Bucharest yesterday, 9 degrees; lowest during 
the night, 6 degrees. Today the temperature vas 6 degrees in Bucharest at 
0800 hours. 

Forecast: Continued warm and foggy, with overcast skies. Light vesterly 
winds; temperatures slightly variable. Light local rains, especially in the 
mountainous regions. Weather becoming gradually colder for the next 2 days. 
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